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Molecular Biology 
TEST RESULT UNITS REFERENCE RANGE 
Coronavirus SARS-CoV-2 (COVID-19) 
Result NEGATIVE for SARS-CoV-2 


Method: Reverse transcription polymerase chain reaction (RT-PCR) 


Type of Sample: Oropharyngeal and nasopharyngeal swab 
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